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ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

104912 

R 151349Z NOV 76 
FM AMCONSUL ALEXANDRIA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0465 
AMEMBASSY CAIRO 

UNCLAS ALEXANDRIA 0689 

E.O. 11652: NA 
TAGS: BEXP, EG 

SUBJECT: FOREIGN GOVERNMENT TENDER 

1. 729/02/P0098 

2. 111576 

3. R. CHASE 

4. 729/EGYPT 

5. Y (GOVERNMENT CONTROLLED COMPANY) 

6A. REPLY OR CABLE TO - 
6B. FOREIGN PURCHASE COMMITTEE 
6C. MISR FINE SPINNING & WEAVING COMPANY 
KAFR EL DAWAR, EGYPT 

CABLE: NASG KAFR EL DAWAR TEL: 69587 TELEX: 4092 NASG UN 

7. E-46/KED 

8. 1/16/77 

9. 201 

10. DESCRIPTION: SUPPLY OF THE FOLLOWING: 
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SUPPLY & ERECTION OF A COMPLETE WATER PURIFICATION PLANT OF 
500 M3/H OF FILTERED WATER FOR DRINKING AND INDUSTRIAL PURPOSES. 
THIS PLANT WILL BE AN EXTENSION FOR THE EXISTING WATER PLANT IN THE 
COMPANY'S MILLS AT KAFR EL DAWAR AND WILL OPERATE TO SUPPLY THE 
NECESSARY FILTERED WATER FOR THE EXISTING MILLS. 

THE REQUIRED NEW WATER PLANT SHOULD CONTAIN THE FOLLOWING: 

- 2 CLARIFIERS OF REINFORCED CONCRETE EQUIPPED WITH ALL 
MECHANICAL FITTINGS, AGITATORS, PIPES, FEEDING AND DRAIN 
VALVES, SAMPLE CONNECTIONS, STAIRS AND WALKWAYS. 

- 3 RAW WATER PUMPS, TWO WORKING AND THE THIRD STANDBY, 

COMPLETE WITH VALVES, BASE PLATES, PRESSURE GAUGES, DRIVING 
MOTORS AND STARTERS. 

- 5 GRAVITY SAND FILTERS OF REINFORCED CONCRETE, COMPLETE WITH 
ALL MECHANICAL FITTINGS, PIPES AND VALVES. 

- 3 FILTERED WATER PUMPS, TWO WORKING AND THE THIRD STANDBY, 
COMPLETE WITH VALVES, BASE PLATES, PRESSURE GUAGES, DRIVING 
MOTORS AND STARTERS. 

- 2 CHLORINATORS, ONE WORKING AND THE OTHER STANDBY 

- 2 AIR BLOWERS, ONE WORKING AND THE OTHER STANDBY 

- ALUM PUMPS AND ANY CHEMICAL DOSING PUMPS 

- TANKS FOR PREPARING ALUM AND CHEMICAL SOLUTIONS 

- ALL CONNECTING PIPE LINES, VALVES AND FITTINGS 

- INSTRUMENTS FOR METERING, RECORDING AND CONTROL, P H 
METERS, HIGH AND LOW LEVEL RELAYS, RATE OF FLOW INDICATORS AND 
RECORDERS, PRESSURE GUAGES. ..ETC. 

- SMALL LAB FOR NECESSARY WATER ANALYSIS 

- OTHER EQUIPMENT PROPOSED TO IMPROVE PLANT PERFORMANCE 

- SET OF ERECTION TOOLS 

- ERECTING, OPERATING AND MAINTENANCE INSTRUCTIONS, DRAWINGS 
AND CATALOGUES FOR ALL MECHANICAL AND ELECTRICAL EQUIPMENTS. 

- RECOMMENDED LIST OF SPARE PARTS FOR TWO YEARS OPERATION. 

THE ELECTRIC POWER SUPPLY IS 380 V. 3 PHASE, 50 CYL/SEC. 

PRICE QUOTATIONS REQUESTED FOB. DELIVERY DATE IS ALSO REQUIRED. 
INTERESTED U.S. FIRMS ARE URGED TO CONTACT THEIR EGYPTIAN AGENTS. 

A PRELIMINARY LETTER OF 2 PER CENT GUARANTEE VALID FOR 3 MONTHS 
IS REQUIRED. IN THE EVENT A FIRM ORDER MATERIALIZES THE GUARANTEE 
WILL BE INCREASED TO 5 PERCENT OF THE TOTAL VALUE. CONDITIONS & 
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SPECIFICATIONS OF TENDER BEING AIRMAILED NOVEMBER 16, 1976. 
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Message Attributes 
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Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 NOV 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ALEXAN00689 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760425-1162 
From: ALEXANDRIA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761 149/aaaabqlj.tel 

Line Count: 109 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
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Previous Classification: n/a 
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Review Action: RELEASED, APPROVED 
Review Authority: powellba 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 FEB 2004 
Review Event: 
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Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BEXP, EG 
To: COM 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



